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Message Text 


UNCLASSIFIED 

PAGE 01 NICOSI 01336 I30548Z 
17 

ACTION EUR-25 

INFO OCT-OI NEA-09 ISO-00 EB-05 RSC-OI DRC-01 /042 W 

109305 

R 12I500Z JUL 74 
FM AMEMBASSY NICOSIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8772 
AMEMBASSY BEIRUT 

UNCLAS NICOSIA 1336 

E.O. 1 1652: N/A 
TAGS: BFOL, CY 

SUBJECT: TURKISH CYPRIOT HOSPITAL TENDER 
BEIRUT EOR RTDO 

REE: STATE A- 1 168, FEBRUARY 11, 1974 

1. 491/Ol/TOOOl 

2. 071274 

3. J. GRAHAME 

4. 491 

5. Y - TURKISH CYPRIOT COMMUNITY 
6A. REPLY TO: 

6B. THE PRESIDENT TURKISH TENDER BOARD 

6C. THE PRESIDENT TURKISH TENDER BOARD 
3, ANKARA STREET 
NICOSIA, CYPRUS 

7. NO TENDER NUMBER AVAILABLE 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NICOSI 01336 130548Z 
8.081374 9:00 A.M. 
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9. 204. 9A. TURKISH CYPRIOT COMMUNITY TENDER 

10. 3433381-0050 MANUFACTURE, SUPPLY, INSTALL AND COMMISSION 
ONE OIL INCINERATOR COMPRISING A MAIN COMBUSTION CHAMBER 
HAVING A HEARTH AREA OF SUITABLE DIMENSIONS, SECONDARY 
COMBUSION CHAMBER AND WATERTHOUGH DUSTCATCHER. ELECTRICAL 
SYPPLY: 1 PHASE, 240 VOLTS, 50HZ AND 3 PHASE, 415 VOLTS, 

50HZ. 

11. PROJECT PARTLY FINANCED WITH GOVERNMENT OF TURKEY ASSISTANCE. 
ONE COPY EACH OF TENDER INVITATION AND SPECIFICATION WERE 
POUCHED TO TRADE OPPORTUNITIES SECTION, ROOM 1322, U.S. 

DEPARTMENT OF COMMERCE, WASHINGTON. 

DAVIES 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NICOS101336 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740187-1143 
From: NICOSIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740753/aaaabtqu.tel 

Line Count: 76 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE A-1 168, FEBRUARY 1 1 , 1974 
Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 7 JUN 2002 by thomasv0>; APPROVED <1 1 JUL 2002 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TURKISH CYPRIOT HOSPITAL TENDER BEIRUT FOR RTDO 
TAGS: BFOL, CY 
To: COM 
Type: TE 
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